REGISTER OF 

CLASSIFICATION DECISIONS 


Date of entry in Register: 

Name of applicant/court: 
Applicant to the Labelling Body: 
Title of Publication: 

Other Known Titles: 

Director: 

Producer: 

Publisher: 

Author: 

Format: 

Country of Origin: 

Language: 


25 November 1997 

Department of Internal Affairs 

Not Applicable 

Teensex Sex 8 

Teensex 8 

Not Stated 

Not Stated 

Not Applicable 

Not Applicable 

Video Recording VHS/PAL 

Not Stated 

English 


Components of film originally examined: 


Feature: 

Teensex Sex 8 

Running time: 

42.26 

Trailers: 

Nil 

Running time: 




Total Running time: 

42.26 


Excision/Alteration: No. 


Reason(s) for Excision: 

Not Applicable. 


... Please turn over 


tmpBF43.tmp 




Classification Decision: 


Objectionable. 
Display conditions: 
Not Applicable. 
Descriptive Note: 
Not Applicable. 


Direction to issue a label has not been given. 


SUMMARY OF THE REASONS FOR DECISION: 

The video recording Teensex Sex 8, also known as Teensex 8, is classified as: 
Objectionable. 

The feature shows two males and one female playing strip poker and then engaging in 
sexual activity which is depicted in an explicit manner. The three people appear to be 
teenagers aged around 15 or 16 years old. They behave and interact in a manner 
more characteristic of teenagers than adults. They appear somewhat awkward and 
coy and at times appear to giggle and smirk in an adolescent fashion. 

The viewer is given the impression that they are observing teenagers engaging in 
explicit sexual activity. The purpose of these depictions is to sexually arouse the 
viewer. The video recording therefore has the effect of promoting the sexual 
characteristics of young persons for the viewer. The video recording is considered to 
tend to promote and support the exploitation of young persons for sexual purposes as 
outlined under s3(2)(a) of the Films, Videos, and Publications Classification Act 1993 
(FVPC Act), and is therefore deemed objectionable. 

Because s3(2) of the FVPC Act is a deeming provision, it is inconsistent with the rights 
and freedoms contained in si 4 of the New Zealand Bill of Rights Act 1990 and 
overrides that section. 
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